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Animas  River  from  U.S. 
Highway  550  southwest 
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Animas  River  from  U.S. 
Highway  550  southwest 
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Cement  Creek  and 
North  Fork 

convergence  after  Gold 
King  discharge. 
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Damaged  GSA 
Suburban  at  base  of 
Gold  King  mine  dump 
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Description: 

North  Fork  Cement 
Creek  downstream  of 
Gold  King  road 
crossing.  North  Fork 
Cement  Creek  is 
orange. 


Photo 

Date: 

No. 

08/06/2015 

21 

Direction  Photo 
Taken: 


West 


Description: 

Switchback  at  the  Gold 
King  King  access  road. 
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Gold  King  mine  dump 
road  damage. 
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Gold  King  mine  dump 
damage. 
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Horiba  Readings 
stabilizing  in  adit 
discharge.  pH  3.41 
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Description: 

Overview  of  the  Gold 
King  waste  dump  pad 
after  mine  discharge. 
Note  orange  water  in 
half  culvert  channel 
and  damage  to  center 
of  pad. 
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Overview  of  the  Gold 
King  Post  mine 
discharge. 
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Overview  of  the  Gold 
King  mine  dump  after 
mine  discharge. 
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Overview  of  the  Gold 
King  mine  dump  after 
mine  discharge. 


Photo 

Date: 

No. 

08/06/2015 

36 

Direction  Photo 
Taken: 


North 


1786947 


ED  000552B  00069418-00018 


